On cross-examination, Mr. Utley stated that part of
the 150 foot highwall was scaled and part was dragged, and
he was of the opinion that there was a difference in these
two procedures.  He was of the opinion that "maybe somebody
got a little behind or in a hurry, and they failed to drag
the top of the highwall the way they had been doing it in
the past," but he conceded that he did not interview any
of the stripping shovel operators (Tr. 153).  In response to
further questions, Mr. Utley stated as follows (Tr. 155-156}

Q.  How do you define overhang?
A.  How do I define overhang?
Q.  Yes.

A.  An overhang would be an area of the
highwall that protrudes out past the
average face of it.  And it would have
an area beneath it so that it could turn
loose and fall,

Q.  Did you see overhangs on this 150-foot
area?

A.  Yes.  There were some areas that could
be defined as overhangs.

Q.  And how do you identify material as
being loose and unconsolidated? What do you
rely on to come up with that conclusion?

A.  Well, loose and unconsolidated material
to me would be material that had been drilled
and shot that was ready to be stripped by the
strip shovel.  Also there can be geologic
deposits that are loose and unconsolidated in
their normal state,

Q.  And, of course, you didn't see the shovel
make a pass through that area of the highwall?

A.  No, sir.

Q.  And, of course, you didn't see the condition
of the highwall prior to the accident occurring?

A,  No, sir, I didn't.
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